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A Triangulation station 

Photography station 

Contours 

Snow line as of July 29, 1963. 

Edge of glacier as defined by visible ice 
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= Outwash stream 


Surveyed and compiled jointly by the Water Resources Branch 
of the Department of Northern Affairs and National Resources and 
the University of New Brunswick. 

Terrestrial photography by Dr. G. Konecny, July 1963, with 
a Wild P-30 Phototheodolite. 

Photogrammetric plotting and drafting by K.W.Wong, May 
1964. 
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